To:  Lindsay,  Nancy[Lindsay. Nancy@epa.gov];  Hillenbrand,  John[Hiilenbrand. John@epa.gov] 

From:  Miamipeach@sbcglobal.net  IMAP 

Sent:  Fri  8/7/2015  12:51:04  AM 

Subject:  AP  Mobile:  Mine  plug  blows  in  Colorado,  dumping  1M  gallons  of  waste 

A story  from  AP  Mobile: 

Mine  plug  blows  in  Colorado,  dumping  1M  gallons  of  waste 


DENVER  (AP)  - A million-gallon  mine  waste  spill  that  sent  a plume  of  orange-ish  muck  down  a 
river  in  southwest  Colorado  on  Thursday  was  caused  by  a federal  mine  cleanup  crew. 

The  U.S.  Environmental  Protection  Agency  said  that  a cleanup  team  was  working  with  heavy 
equipment  Wednesday  to  secure  an  entrance  to  the  Gold  King  Mine.  Workers  instead  released  an 
estimated  1 million  gallons  of  min... 


Read  Full  Story 


Download  the  free  AP  Mobile  for  iPhone  and  iPad  from  the  App  Store  today!  Also  available  for  Android  in  the 
Google  Play  Store.  Visit  qetapmobile.com  for  support  on  Blackberry,  WP7  and  other  devices. 

— Jeff  Dhont 
Sent  from  my  iPad 
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